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HULL'S MOTEL 
U. S. 66-89 Williams, Arizona 
Phone 180 

17 nicely furnished steam heated rooms with full-tile 
showers, wall to wall carpets. Some have kitchenettes . 


Closed garages. 
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Hull's Motel, U. S. 66-89, Williams, Arizona. "The Gateway to the Grand Canyon" 










